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Date: 30 Sept. 1983 


to: [ sd crt Admin. 


SUBJECT: Plexiglas Measurements 


REMARKS : 


As promised: 
J}. DCI's office ledge - 18 3/4" x 28" 


2. Under refrigerator - 19 3/4" x 16 
3. Under supply cabinet - 32" x 32" 


Thanks] | 


